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Pig  Tales:  Materials  Show  Where  Pork  Comes  From 


Where  Pork  Comes  From,  a multi-media 
teaching  kit,  teaches  students  the  farm 
to  table  story 


What  do  a crayon,  a football,  a bottle  of  glue,  and 
a pork  chop  have  in  common?  All  come  from  pork. 
That  is  just  one  of  the  lessons  included  in  Where 
Pork  Comes  From,  a video-based  teaching  packet 
for  kindergarten  through  fourth  graders.  The  kit  is 
the  third  in  a series  of  educational  tools  developed 
by  the  Indiana  Farm  Bureau  to  teach  students  the 
farm  to  table  story. 

A fast-paced  nine-minute  video  introduces  four 
key  ideas:  pork  producers  care  about  the  animals 
they  raise;  pork  is  leaner  today  and  is  part  of  a 
healthy,  balanced  diet;  many  other  products  come 
from  pork;  and  many  different  industries  and  jobs 
rely  on  the  pork  production  industry.  Pork  experts 
served  as  consultants  during  the  development  of 
the  teaching  guide. 

In  a lesson  called  “Pigs  Are  More  than  Meat,” 
students  learn  many  of  the  other  uses  for  pork 
products — from  drum  heads  and  footballs  to  ball 
bearings  and  crayons,  from  fabric  inks  and  dyes  to 
bristle  brushes  and  felt  padding.  Another  lesson 
introduces  some  “just  for  fun”  ideas,  including 
grocery  store  tours,  bulletin  board  suggestions, 
and  even  an  “Adopt-a-Pig”  project,  that  will  enrich 
and  enliven  classroom  instruction. 


The  kit  can  be  used  with  other  Ag  in  the 
Classroom  materials.  It  can  also  stand  alone  as  a 
lesson  plan  or  instructional  unit. 

The  complete  kit 
includes  the  video,  a 
binder,  and  the  lesson 
plans,  including  student 
handouts.  Single  kits,  $25, 
are  available  by  contact- 
ing the  Indiana  Farm 
Bureau,  Women’s 
Division,  P.O.  Box  1290, 

225  S.  East  Street, 

Indianapolis,  IN  46206  or 
call  (317)  692-7830. 


Please  allow  6 to  8 weeks 
for  delivery. 


SEPT/OCT 9S 


Agriscience  Bus  Tour  Helps  Teachers 
Develop  Ag  Literacy 


Many  AITC  programs  have 
discovered  that  teachers 
who  begin  incorporating 
agriculture  into  their 
curriculum  typically  learn  as 
much  as  their  students.  In 
District  203,  Naperville, 

Illinois,  an  annual  Agri- 
science Bus  Tour  helps 
teachers  understand  the 
highly  technical  nature  of 
today’s  agriculture — and 
the  career  options  available 
to  students  as  a result. 

This  year’s  two-day  tour 
involved  faculty  members 
from  elementary,  middle, 
and  high  schools  in  the 
suburban  Chicago  school  district.  Participants 
visited  some  of  Illinois’  most  technologically 
advanced  facilities  in  food  and  horticulture  develop- 
ment, production,  processing,  research,  and 
science.  They  also  visited  Chicago’s  Board  of 
Trade  and  spent  the  night  in  Chicago.  At  each 
stop,  tour  hosts  explained  the  variety  of  jobs  and 
career  opportunities  in  agriscience  and  showed  off 
the  highly  technical  nature  of  the  industry  today. 

Each  participant  also  received  a packet  of 
curriculum  resource  materials,  ranging  from 


classroom  posters  to  career  brochures  to  agri- 
science videos.  “Because  this  area  is  becoming 
increasingly  urban,”  says  John  Bushman,  the 
district’s  agriscience  coordinator  and  tour  orga- 
nizer, “it  is  important  to  help  teachers  understand 
the  nature  of  today’s  agriculture.” 

Comments  from  teachers  indicate  that  the 
Agriscience  Bus  Tours  are  meeting  their  goal.  ‘The 
program  has  greatly  enhanced  my  understanding 
of  modern  agriculture  and  the  place  of  technology 
in  it,”  one  wrote.  Another  observed,  “I  related  ‘ag’  to 
farmers  and  grain  elevators  and  was  totally 
ignorant  about  the  industry  surrounding  agricul- 
ture.” 

In  the  past  five  years,  more  than  180  teachers, 
science  specialists,  and  administrators  from 
Naperville  have  taken  part  in  the  program,  which  is 
sponsored  by  the  Illinois  Pork  Producers  Associa- 
tion. Next  year,  the  tour  will  be  available  to  educa- 
tors throughout  the  county. 


A two-day  summer  bus  tour  is  helping 
Illinois  teachers  learn  more  about 


agriscience. 


“Roots  and  Shoots”  Create  Intergenerational  Garden 


An  unused  field  outside  Waddell  Elementary  School 
in  Lexington,  Virginia,  is  growing  vegetables, 
flowers,  herbs — and  plenty  of  community  support. 
It’s  all  part  of  a program  known  as  Roots  and 
Shoots. 

‘The  roots  are  the  older  volunteers  and  the 
shoots  are  the  children,”  explains  Molly  Brown,  a 
volunteer  who  initiated  the  program  at  the  school. 
‘The  main  purpose  is  to  give  the  children  an 
opportunity  to  connect  with  the  natural  world  of  the 
garden  with  all  of  its  mysteries  and  excitement 
while,  all  along  the  way,  children  and  volunteers 
work  together.” 

Brown  was  one  of  the  originators  of  the  program 
more  than  a decade  ago  in  Palo  Alto,  California. 
When  she  moved  to  Virginia,  she  brought  the 
program  with  her.  This  year,  she  plans  to  set  up  a 
pen  pal  program  between  young  gardeners  in 
California  and  those  in  Virginia. 

The  program  links  small  groups  of  second  grade 
students  (Shoots)  with  older  community  volunteers 
(Roots).  Together,  these  garden  friends  take  part  in 
a weekly  series  of  science  lessons.  A typical  lesson 
plan  includes  information  on  a specific  topic — 
germination,  the  difference  between  seeds  and 
bulbs,  the  importance  of  earthworms.  There  is 
always  a hands-on  activity  for  students,  a Bug  of 
the  Week,  Bed  Checks  for  planting,  weeding,  and 
watering,  garden  stories,  and  finally  a garden  song. 

Special  activities  keep  interest  high.  An  early 
May  Planting  Day  Parade  included  banners, 
posters,  and  worm  puppets.  The  Harvest  Party, 
held  the  last  week  of  school,  allowed  students  to 
take  home  a bag  of  salad  greens — the  first  crop 
from  their  garden. 

The  12  raised  beds  allow  students  at  various 
grade  levels  to  tie  gardening  into  their  curriculum. 
The  herbs  that  fourth  graders  plant  as  part  of  their 
unit  on  Thomas  Jefferson  are  harvested  by  fifth 
graders  to  make  a colonial  tussy-mussy.  Other 
special  features  include  a greenbean  hideout, 
scarecrows,  garden  benches,  compost  bins,  and  an 
arbor  for  climbing  nasturtiums. 


The  garden  received  the  1995  Youth  Garden 
Grant  award  from  the  National  Gardening  Associa- 
tion. A local  architect  created  an  architectural 
rendering  of  the  garden  and  a sculptor  created  a 
beautiful  wooden  gate  at  the  entrance.  “The 
program  is  a link  between  young  and  old,  between 
the  community  and  the  school,”  Brown  concludes. 
For  more  information,  contact  Molly  Brown  at  306 
Overhill  Drive,  Lexington,  VA  24450,  540-463-6454. 


An  intergenerational  garden 
has  involved  students 
and  community  volunteers 
in  Lexington,  Kentucky. 
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Talented  Brothers  Design  Montana  Bumper  Stickers 


Each  year,  Agriculture  in  Montana  Schools 
(AMS),  Montana’s  Ag  in  the  Classroom 
program,  sponsors  a bumper  sticker  contest. 
Students  from  across  the  state  are  invited  to 
create  a bumper  sticker  promoting  the 
importance  of  agriculture.  The  winning  bumper 
stickers  are  made  available  throughout  the 
state. 

This  year’s  winners  included  a pair  of 
talented  brothers.  Brian  Williams,  a third 
grader  from  Broadus,  chose  the  theme  “Hats 
Off  to  Agriculture.”  His  sixth-grade  brother 
Michael  drew  a young  goat  and  added  the 
slogan,  “No  kidding — Agriculture  is  #1 .” 

“We’ve  had  siblings  win  in  different  years,” 
says  Marie  Hovland,  AMS  president.  “But  this 
was  the  first  year  that  two  family  members  had 
won  at  the  same  time.” 

The  boys  come  by  their  awareness  of  ag  in 
the  classroom  naturally.  Their  father,  a 
teacher,  has  used  AMS  materials  in  his 
classroom. 

All  the  winners  and  their  families  were 
invited  to  the  state  capital  to  meet  with 
legislators  and  have  their  picture  taken  with 
Governor  Marc  Racicot.  As  part  of  the  celebra- 
tion, the  students,  families,  and  legislators 
were  treated  to  a meal  that  included  rack  of 
lamb,  baron  of  beef,  roast  pork,  salad,  rolls, 


dessert,  drinks,  and  ice  cream,  all  donated  by 
various  ag  organizations  and  commodity 
groups.  AMS  asked  legislators  to  contribute 
the  cost  that  farmers  would  receive  for  the 
products — an  astonishingly  low  $2.57. 

Each  of  the  eight  K-6  winners  in  the  bumper 
stickers  contest  received  a $50  savings  bond, 
100  professionally  printed  bumper  stickers  of 
their  own  design,  an  award  certificate,  and  a 
bag  of  goodies  from  ag  organizations. 


Brian  and  Michael  Williams,  shown  with  Governor  Marc 
Racicot,  were  two  of  the  winners  in  Montana’s  bumper 
sticker  contest 
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1995  AG  IN  MONTANA  SCHOOLS  GRADE  6 MICHAEL  WILLIAMS.  BROADUS 

Hats  Off 
to 

Agriculture 

1995  AO  IN  MONTANA  SCHOOLS  GRADE  3 BRIAN  WILLIAMS.  BROADUS 


New  Materials  Give  Students  “ Just  the  Facts” 
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Farming  i$  still  a family  affair 

Today  99  percent  <rf  U.S.  farms  are  owned  by  indivkhMis, 
family  partnerships  or  corporations  with  fewer  than  10 
stockholders,  Only  0.4  percent  of  farms  are  owned  by 
non-family  corporaHons. 


Family 

H Corporaficuts 


family 

Partnerships 

9.7% 


Individuals 


Taking  a tip  from  Dragnet’s  Sergeant  Joe  Friday, 
the  American  Farm  Bureau  Federation  has  devel- 
oped two  new  teaching  kits  that  give  students  “just 
the  facts”  about  agriculture.  Farm  Facts  lessons  for 
grades  4-6  and  7-12  include  a wealth  of  statistical 
information  about  America’s  food  and  fiber  system. 

Whether  students  want  to  learn  what  one  acre  of 
land  can  produce  (28,800  pounds  of  navel  oranges, 
45,500  pounds  of  strawberries,  or  1,328  pounds  of 
cotton)  or  the  typical  per  capita  consumption  of 
agricultural  commodities  (Americans  eat  51  pounds 
of  poultry  and  234  eggs  per  year),  the  answers  are 
contained  in  one  of  the  charts  in  the  four-color  Farm 
Facts  booklet.  A four-color  poster,  “America  the 
Bountiful,”  shows  students  the  geographic  origins  of 
various  agricultural  commodities. 

Accompanying  lesson  plans  help  teachers  and 
students  make  sense  of  the  statistical  information. 
The  elementary  school  lessons  teach  students  how 
to  use  and  analyze  statistical  information — lessons 
they  can  use  in  math,  social  studies,  and  English. 
The  high  school  lessons  could  be  incorporated  into 
economics,  math,  history,  and  vocational  agriculture 
classes. 

Copies  of  the  Farm  Facts  lesson  plans  with  and 
booklet  (specify  4-6  or  7-12)  are  $6.50  each, 
including  shipping,  for  single  copies.  Three  or  more 
copies  are  $5.25  each  including  shipping.  A set  of 


Farm  Facts  gives  students  facts  and  statistics  about 
our  food  and  fiber  system 


Source:  Agriculture  Outlook 


color  transparencies  of  the  charts  is  available  for 
$15.  Contact  the  American  Farm  Bureau,  Informa- 
tion Division,  225  Touhy  Avenue,  Park  Ridge,  IL 
60068.  You  may  call  (312)  399-5858  or  fax  your 
order  to  (312)  399-5950. 
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Just  in  Time  for  Halloween, 
Two  Pumpkin  Books 


Two  books  about  pumpkins  can  help  elementary 
teachers  capitalize  on  their  students’  interest  in 
pumpkins.  Pumpkin  Pumpkin  by  Jeanne  Tithering- 
ton  tells  the  story  of  Jamie,  who  planted  a pumpkin 
seed. 


Even  the  youngest  children  can  follow  the  progress 
of  Jamie’s  seed  as  it  germinates  and  grows:  “The 
pumpkin  seed  grew  a pumpkin  sprout,  the  pumpkin 
sprout  grew  a pumpkin  plant,  the  pumpkin  plant 
grew  a pumpkin  flower,  and  the  pumpkin  flower 
grew  a pumpkin.” 

Jamie’s  pumpkin  grows  and  grows  and  by 
autumn  it  is  big  enough  to  make  a perfect  jack-o’- 
lantern  for  Halloween.  Best  of  all,  inside  Jamie’s 
pumpkin  were  more  seeds  for  planting  next  spring. 

The  simple  text  and  the  subtle  colored  pencil 
illustrations  make  this  a book  that  children  will 
study  and  think  about.  Published  by  Mulberry 
Books,  105  Madison  Avenue,  New  York,  NY 
10016,  the  cost  is  $3.95  (softcover).  ISBN  0-688- 
09930-0. 


Two  books  will  help 
teachers  and  children 
learn  more  about  the 
wonderful  world  of 
pumpkins. 


In  a Pumpkin  Shell,  by  Jennifer  Storey  Gillis, 
includes  more  than  20  pumpkin  projects.  Many  are 
easily  adaptable  for  classroom  use;  others  could 
be  done  by  parents  and  children  at  home. 

The  book’s  three  sections  are  “Be  a Pumpkin 
Gardener,”  “Be  a Pumpkin  Artist,”  and  “Be  a 
Pumpkin  Cook.”  From  interesting  pumpkin  facts  to 
directions  on  making  a pumpkin  into  a musical 
instrument  to  a recipe  for  (what  else)  pumpkin  pie, 
the  book  helps  kids 
realize  that  pumpkins 
aren’t  just  for  jack-o’- 
lanterns. 

In  a Pumpkin  Shell, 
published  by  Storey 
Communications, 

Pownal,  Vermont  05261, 
is  $8.95  (softcover).  ISBN 
0-88266-771-8. 
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South  of  the  Border,  Ole! 


For  today’s  students  to  be  successful  in  tomor- 
row’s workplace,  they  need  not  only  knowledge  but 
also  the  skills  of  critical  thinking,  self-management, 
and  entrepreneurism.  At  the  high  school  level, 
economics  is  ideally  suited  to  help  students 
develop  these  skills — especially  the  economics  of 
agriculture. 

Wanda  Calloway,  a teacher  from  Bartow, 
Florida,  designed  an  economics  unit  to  help  her 
students  understand  more  about  the  North 
American  Free  Trade  Agreement  (NAFTA)  on 
specific  agricultural  commodities.  The  resulting 


lessons,  which  she  called  South  of  the  Border,  Ole! 
were  presented  at  the  AITC  National  Conference  in 
the  summer  and  are  now  available  to  other 
interested  teachers. 

The  project’s  goals  include  helping  students 
understand  economic  principles  of  scarcity, 
choices,  trade-offs,  and  opportunities.  It  hypothe- 
sizes that  the  central  skill  of  economics  is  decision- 
making and  provides  students  with  several 
different,  hands-on  ways  to  make  decisions — cost- 
benefit  analysis,  supply  and  demand  curves,  and 
the  CAPSTONE  process. 

Students  also  learn  why  nations  trade,  debate 
the  arguments  for  and  against  free  trade,  and  study 
how  the  formation  of  regional  trading  blocs  created 
a need  for  NAFTA. 

Cooperative  learning  is  an  important  teaching 
technique  of  South  of  the  Border,  Ole!  As  students 
work  together,  they  are  developing  the  teamwork 
skills  that  employers  say  is  so  essential  to  success 
in  today’s  workplace.  As  a culminating  activity, 
however,  they  develop  an  individual  research 
paper  on  a topic  that  interests  them. 

South  of  the  Border,  Ole!  is  available  for  $5  from 
Wanda  J.  Calloway,  3102  Meadow  Lane,  Bartow, 
FL  33830.  If  you  prefer,  an  Apple/Macintosh  disk  is 
available  for  the  same  handling  charge. 
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The  individuals  listed  here  are 
Key  reference  persons  In  each 
state.lf  you  have  any  questions, 
want  to  make  reports,  or  need 
more  mlormation  about  your 
state's  Ag  in  the  Classroom 
program,  contact  the  following: 

Alabama 

Ms  Jane  a bee  Lee 
2101  Bea  Road 
Montgomery.  AL  361 1 7 
334  272-2611 

Ms  B/enda  Summedm 
Dept  of  Ag  A Industries 
PO  Bo*  3336 
Montgomery.  AL  36193 
334  242-5872 

Alaska 

Mr,  Ted  Berry 
Alaska  AITC 
P.O.  Bo*  62 
Willow.  AK  99688-0062 
907-495-1018 

Arizona 

Ms  Deborah  Flowers 
3401  East  Eiwood  Street 
Phoenix.  AZ  85040-1625 
(602)  470-0088 

Arkansas 

Dr.  Larry  R.  Dale 
ASU  Center  for  Economic 
Education 
P.O.  Bo*  2890 
State  Univ..  AR  72467-2890 
501-972-3810 

California 

Mr.  Mark  Linder 
CA  Foundation  for  AITC 
1601  Exposition  Bfvd  FB  16 
Sacramento.  CA  95815 
916-924-4380 

Colorado 

Ms.  Helen  Davis 
Colorado  Dept  of  Agriculture 
700  Kptmg  Si  #4000 
Lakewood.  CO  80215-5894 

303-239-4114 

Ms.  Bene  Blinde 

Colorado  Foundation  for  Agriculture 
28276  WCR  15 
Windsor. CO  80550 
303-686  7806 

Connecticut 

Mr  John  R.  H.  Blum 
CT  Dept  of  Agriculture 
165  Capitol  Avenue.  Room  273 
Hartford.  CT  06106 
203-566-4667 

Dr.  Alfred  Mannebach 
University  of  Connecticut 
249  Glenbrook  Rd 
Storrs.  CT  06269-2093 
203-486-0246 

Delaware 

Ms.  Anne  T.  Fitzgerald 
Delaware  AITC 
Delaware  Dept,  of  Ag. 

2320  S.  DuPont  Highway 
Dover.  DE  19901 
302-739-481 1 Ext.  279 


Agin  the  Classroom — State  Contacts 


Florida 

Ms  Doty  Wenzel 
545  E.  Tennessee 
Room  206  Black  Budding 
Tallahassee.  FL  32308 
904-487-4973 

Georgia 

Ms  Donna  Reynolds 
Georgia  Farm  Bureau 
PO  Box  7068 
Macon.  GA  31298 

912- 474-841 1 

Hawaii 

Mr  Michael  Banos 
2530  10th  Avenue 
Bldg.  A.  Room  23 
Honolulu.  HI  96816 
808-733-9125 

Idaho 

Mr.  Rick  Waitley.  Director 
Waitley  Associates 
1741  Gbson  Way 
Meridian.  ID  83642 
208-888-0988 

Illinois 

Ms.  Stacy  Shane 
Illinois  Farm  Bureau 
Field  Services  Division 
1701  Towanda  Ave 
Bloomington.  IL  61702-2901 
309-557-3334 

Indiana 

Ms.  Pam  Bright 
Office  of  Commission 
150  West  Market.  Suite  414 
Indianapolis.  IN  46024 
317-232-8769 

Mr.  Harry  L.  Pearson 
Indiana  Farm  Bureau 
P.O.  Box  1290 
Indianapolis.  IN  46206 
317-692-7851 

Iowa 

Ms.  Barbara  Lykins 

Iowa  Farm  Bureau  Federation 

5400  University  Avenue 

West  Des  Moines.  IA  50266-5997 

515-225-5425 

Kansas 
Ms.  Sharon  Tally 
1 24  Bluemont  Hall 
Kansas  State  University 
Manhattan.  KS  66506 

913- 532-7946 

Jamie  Clover  Adams 
Kansas  Fertilizer  & Chemical 
Assoc. 

P.O.  Box  1517 
Topeka.  KS  66601-1517 
913-234-0463 
913-234-2930  FAX 

Kentucky 

Ms.  Faye  Lowe 
Kentucky  Farm  Bureau 
9201  Bunsen  Pkwy 
Louisville.  KY  40250-0700 
502-495-5000 

Ms.  Rayetta  Boone 
Department  of  Agriculture 
500  Mero  St..  7th  Floor 
Frankfort.  KY  40602 
502-564-4696 


Louisiana 

Ms.  Barbara  Langley 
LA  Farm  Bureau  Federation 
PO  Bo*  95004 

Baton  Rouge.  LA  70895-9004 
504-922-6200 

Mrs.  Lynda  Banos 
2144  Highway  i 
Race  land,  LA  70394 
504-488  2395 

Maine 

Mr.  Buzz  Gamble 
Department  of  Educ. 

Sta.  #23 

Augusta.  ME  04222-0433 
207-287-5899 

Maryland 

Steven  A.  Connelly 
Maryland  Agricultural  Education 
Foundation.  Inc. 

2101  East  Fort  Avenue  - Suite  124 
Baltimore.  MD  21230 
410-752-0671 
410-783-0857  FAX 

Massachusetts 

Ag  in  the  Classroom 
c/o  Pam  Comstock 
PO  Box  651 
Bedford.  MA  01730 

Michigan 

Dr.  Eddie  Moore 
410  Agriculture  Hall 
Michigan  State  University 
East  Lansing.  Ml  48824 
517-355-6580 

Ms.  Julie  Chamberlain 
Michigan  Farm  Bureau 
7373  W Saginaw  Hwy 
Lansing.  Ml  48909 
517-323-7000 

Minnesota 

Mr.  Alan  Withers 
MN  Department  of  Agriculture 
90  W Plato  Blvd 
St  Paul.  MN  55107 
612-296-6688 

Mississippi 

Ms.  Clara  A.  Bilbo 
MS  Farm  Bureau 
P.O.  Box  1972 
Jackson.  MS  39215-1972 
601-977-4245 

Missouri 

Ms.  Diane  Olson 
Missouri  Farm  Bureau 
PO  Box  658 

Jefferson  City.  MO  65102 
314-893-1400 

Montana 

Ms.  Marie  Hovland 
Ag  in  Montana  Schools 
389  Airport  Bench  Road 
Great  Falls.  MT  59404-6337 
406727-5045 

Nebraska 

Ms.  Ellen  Hellerich 
NE  Farm  Bureau  Federation 
PO  Box  80299 
Lincoln.  NE  68501 
402-421-4400  ext2002 


Nevada 

Ben  Damonte 
1 300  Marietta  Way 
Sparks.  NV  89431 
702-853-6464 

New  Hampshire 

Ms.  Lynne  Blye 
Dept,  of  Agriculture 
Caller  Box  2042 
Concord.  NH  03302 
603-271-3691 

New  Jersey 

Ms.  Joni  Elliot 

NJ  Dept,  of  Agriculture 

CN330 

Trenton.  NJ  08625 
609-292-8897  or  633-7463 

New  Mexico 

Mr.  E.G.  Blanton 

NM  Farm  & Livestock  Bureau 

421  N Water 

Las  Cruces.  NM  88001 

5065265521 

Carrie  Hernandez,  co-contact 
Cooperative  Extension  Service 
College  of  Agriculture  and 
Home  Economics 
P.O.  Box  30003/Dept.  3AE 
Las  Cruces.  NM  88003-8003 
505-646-3293 

New  York 

Andrew  Fagan 
New  York  AITC 
408  Kennedy  Hall 
Cornell  University 
Ithaca.  NY  14853-5901 
607-255-8122 

North  Carolina 

Ms.  Janice  Shepard 
NC  Farm  Bureau 
PO  Box  27766 
Raleigh.  NC  27611 
919-782-1705 

North  Dakota 

Ms.  Sarah  Nordby 
ND  Dept,  of  Agriculture 
600  E.  Boulevard  Ave 
6th  Floor 

Bismarck.  ND  58501-0020 
701-224-4757 

Ohio 

Ms.  Judy  Roush 

Ohio  Ag  Awareness  Council 

PO  Box  479 

Columbus.  OH  43216-0479 
614-249-2429 

Oklahoma 

Dr.  Charles  Cox 
205  Poultry  Science 
Oklahoma  State  University 
Stillwater.  OK  58505 
40  6744-5390 
FAX  406744-6522 

Ms.  Jo  Theimer 

Oklahoma  Dept,  of  Agriculture 

2800  No.  Lincoln  Bldg. 

Oklahoma  City.  OK  73105-4298 

406521-3864 

FAX  406521-4912 


Oregon 

Mrs.  Malmda  Nevin 
Oregon  AITC 
17017  Hwy.  140  E. 

Dairy,  OR  97625 
503-882-3731 

Ms.  Kay  ShkJler 
Agri-Business  Council 
1200  NW  Front  Ave.,  Suite  290 
Portland.  OR  97209-2800 
503-221-8756 

Pennsylvania 

Ms.  Pat  Sueck 
534  Kennedy  Road 
Arrville.  PA  17302 
717-862-3486 

Rhode  Island 

Ms.  Carol  Stamp 
1 Stamp  Place 
South  County  Trail 
Exeter.  Rl  02822 
401-783-7704 

South  Carolina 

Robbie  Myers 
SC  Ag  in  the  Classroom 
4913  College  Lake  Drive 
Florence.  SC  29506 
803-6361631 

South  Dakota 

Ms.  Melanie  Schumacher 
SD  Ag  in  the  Classroom 
P.O.  Box  577 
Pierre.  SD  57501 
605-9462306 

Tennessee 

Mr.  Bobby  Beets 
Tennessee  Farm  Bureau 
P.O.  Box  313 
Columbia.  TN  38402-0313 
615-388-7872 

Texas 

Mr.  Tad  Duncan 
Texas  Farm  Bureau 
PO  Box  2689 
Waco.  TX  76702-2689 
817-772-3030 


Utah 

Ms.  Debra  Spielmaker 
UT  State  University 
UMC  2315 

Logan.  UT  84322-2315 

801- 797-1657 

Vermont 

Ms.  Megan  Camp 
Shelburne  Farms 
Shelburne.  VT  05482 

802- 9868686 

Susan  R.  Duerst 
Vermont  Farm  Bureau 
RR  2 Box  123 
Richmond.  VT  05477 
802-434-5646 

Virginia 

Ms.  Michele  Awad 
VA  Farm  Bureau  Federation 
PO  Box  27552 
Richmond.  VA  23261 
804-784-1234 


Washington 

Shan  Schneby 
P.O.  Box  786 
Ellensburg.  WA  98926 
509-962-4134 

Mr.  Doug  Hasslen 
P.O.  Box  4256 
Olympia,  WA  98504-256 
206902-1940 

West  Virginia 

Mr.  William  Aiken 
WV  Farm  Bureau 
i Red  Rock  Road 
Buckhannon,  WV  26201 
304-472-2080 

Wisconsin 
Mr.  Bob  Leege 
Wisconsin  Farm  Bureau 
7010  Mineral  Point  Rd 
Madison,  Wl  53705 
606833-8070 

Wyoming 

Ms.  Lori  Gross 
2219  Carey  Ave. 

Cheyenne.  WY  82002 
307-322-5727 

Ms.  Elaine  Moore 
Wyoming  Ag  in  the  Classroom 
2407  Highland  Court 
Douglas.  WY  82633 
307-3566232 

Guam 

Mr.  Victor  Artero 

College  of  Ag  & Life  Sciences 

University  of  Guam 

Mangialo.  Guam  96923 

617-734-2575 

Micronesia 

Dr.  Ruben  Dayrit 
CTAS/College  of  Micronesia 
Kolonia.  Ponape 
FSM  96941 
691-320-2738 

Puerto  Rico 

Mr.  Dave  Heilig 
USDA/SCS 

Caribbean  Area  State  Office 
GPO  Box  4868 
San  Juan.  PR  00936 
8064965206 

Virgin  Islands 

Mr.  Eric  Bough 

Dept,  of  Economic  Development 
& Agriculture 
St  Croix.  VI  00850 
806778-0991 

Mr.  Otis  Hicks 
PO  Box  804 
Christianstad 
Si  Croix.  VI  00821-0804 
806773-0758 


Agin  the  Classroom  Notes 
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